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OOP 0- 1481 
6 November 1930 


MEMORANDUM FOR: 
STATINTL ATTENTION ; 

STATINTL FROM: 


SUBJECT: 


Chief, Information $. Privacy Division, PDA 



Executive Officer, GDP 

Replacement of Automated System of 
Records Subject to the Privacy Act 


As you can see from the attached Project Proposal and 


STATINTL 


transmittal slip note from C/OD/QDP, GCO 

Plans to replace a system previous!'' reported in the Federal 


STATSPEC Register You should be hOnring from OCO in the 

near future with regard to publishing their intent to change 
this CIA system 

STATINTL 

Atts a/s 



STATINTL°/ D /° Dp . 


ee/ll-6-80 . 


Distribution: 

Orig - adse 

2 - ODP Registry 
2 - O/D/ODP 
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